Description 
Specification 
Configuration 
Mechanical Dimensions 
Performance 
Capacity and Encoding Method 
Transfer Rate 
Access Tine 
Functional 
Weight 
Input Power Requirements 
Environmental Limits 
Temperature 
Humidity 


Vibration 
Shock 


Orientation 
Reliability 
Overwrite Characteristics 
Time Margin 
2-10.1 Definition of Time Margin 
2.10.2 Self Read/Write Time Margin 
2.10.3 Off-Track Time Margin 
2.11 Alignment Accuracy 


2-12 Azimuth Angle 
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